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R 161020Z DEC 75 
FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC 6382 

UNCLAS STOCKHOLM 6342 

E.O. 11652: N/A 

TAGS: TECH, ENGR, SW 

SUBJECT: ENERGY SCIENCE NEWS ITEMS 

REF: STATE 294292 
STOCKHOLM A-296 

1. SCIENCE NEWS ITEMS, REPORTED IN REFAIR, ARE BASED ON 
SHORT ARTICLES IN SWEDISH WHICH THE SCIENCE OFFICER HAS 
COLLECTED AND ABSTRACTED. THE ORIGINAL SOURCE MATERIAL HAS 
BEEN ASSEMBLED AND WILL BE MAILED TO OES. 

2. EMBASSY REFERS TO THE FOLLOWING AIRGRAMS ON ENERGY OR 
ENERGY-RELATED TOPICS, AVAILABLE IN THE DEPARTMENT, WHICH 
SHOULD PROVIDE A COMPREHENSIVE OVERVIEW OF SWEDEN'S 
ENERGY PROGRAM AND POLICY: STOCKHOLM A-60, MARCH 7, 1975, 
SCIENCE AND TECHNOLOGY IN SWEDEN - II ENERGY; A-93, 

APRIL 1. 1975; BALTZAR VON PLATEN. SWEDISH ENGINEER AND 
INVENTOR; A-147, MAY 27, 1975, SCIENCE NEWS ITEMS; 

A-223 AUGUST 5, 1975, INTERNATIONAL FEDERATION OF 
INSTITUTE FOR ADVANCED STUDY (IFIAS); A-233, AUGUST 19, 

1975, SCIENCE NEWS ITEMS; A-292, NOVEMBER 4, 1975, SWEDISH 
NATIONAL NUCLEAR POWER INSPECTORATE; A-334, DECEMBER 16, 

1975, SWEDISH ENERGY POLICY AND PROGRAMS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, NEWS MEDIA COMMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STOCKH06342 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750436-0885 
From: STOCKHOLM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 238/aaaabhem. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 294292 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 NOV 2003 by ReddocGW>; APPROVED <13 JAN 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ENERGY SCIENCE NEWS ITEMS 
TAGS: TECH, ENRG, SW 
To: STATE 
Type: TE 
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